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Message Text 



UNCLASSIFIED 

PAGE 01 NASSAU 00863 101313Z 
50 

ACTION ARA-10 

INFO OCT-01 ISO-OO EB-05 DRC-01 RSC-01 /018W 

106202 

R 0921 19Z MAY 74 
FM AMEMBASSY NASSAU 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 5558 

UNCLAS NASSAU 863 

E. O. 11652: N/A 
TAGS: BEXP BF 

SUBJ: MAJOR PROJECTS - NEW PROVIDENCE SEWERAGE SYSTEM 
REF: NASSAU A-37 AND A-240 OF 12/18/73 

1. EMBOFF MET WITH CONSULTING ENGINEER CURZON DOBELL TO OBTAIN 
ADDITIONAL DETAILS ON THE SUBJECT PROJECT. DOBELL EXPECTS TO 
BEGIN THE ENGINEERING WORK IN JUNE, WITH COMPLETION IN 8 TO 

12 MONTHS. BIDDING SHOULD TAKE PLACE IN JANUARY-FEBRUARY 1975 
ON A 45-DAY BASIS. STARTING DATE FOR CONSTRUCTION WORK WILL 
DEPEND ON FINANCING ARRANGEMENTS STILL TO BE MADE. 

2. AMONG THE PROJECT REQUIREMENTS ARE: 32 PUMPING STATIONS; 

A SEWAGE TREATMENT PLANT (TO BE BUILT IN THE CENTER OF THE 
ISLAND) WITH A 4-MILLION GALLON A DAY CAPACITY TO BE INCREASED 
TO 7 MILLION AFTER 7 YEARS; $15 MILLION WORTH OF PIPELINE 
(PREFERABLY DUCTILE IRON THOUGH WILL CONSIDER ALTERNATES), 
ROCK TRENCHING, CONTRACTING EQUIPMENT FOR PIPELAYING, ROAD 
PAVING AND RETRENCHING. DIAMETER OF PIEPLINE REQUIRED VARIES 
FROM 12 INCHES TO 36 INCHES. 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 09 MAY 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974NASSAU00863 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7401 14-0894 
From: NASSAU 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740561/aaaaccmm.tel 

Line Count: 47 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION ARA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: NASSAU A-37 AND A-240 OF 12/18/73 

Review Action: RELEASED, APPROVED 

Review Authority: boyleja 

Review Comment: n/a 

Review Content Flags: 

Review Date: 31 OCT 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <31 OCT 2002 by shawdg>; APPROVED <06 JAN 2003 by boyleja> 

Review Markings: 

Declassified/Released 
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EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: MAJOR PROJECTS - NEW PROVIDENCE SEWERAGE SYSTEM 
TAGS: BEXP, BF 
To: COM 
Type: TE 
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